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Conservatives have been desperate to portray anything out of the ordinary as golden evidence of 
Democrats’ election fraud. Several prominent examples went viral over the past few days, along with 
protests to stop the vote there and count the vote here. One such example was the nefarious looking nature 
of several workers covering the windows of a ballot counting center in Detroit, Michigan. This was presented 
as an attempt to hide fraud, even though it turned out to be less sinister. Because of the large crowds outside 
with phones, the windows were covered so as to protect sensitive information from being filmed. And yes, 
several camera crews were inside the center. 


The second is a video shared by Eric Trump that appears to show Trump ballots being burned. However, a 
freeze frame of the ballots shared by Virginia Beach election officials shows that the ballots were sample 
ballots. This was known because official ballots have barcodes on them, whereas those being burned in the 
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video did not. 


The last example was of Michigan voters who appeared to be older than is naturally possible. For example, 
on person had a birthday from 1901. However, dead people on the voter roles was actually not a thing, as 
Jack Nicas explains: 


One of the strange voter files was Donna Brydges of Hamlin Township, Mich., born in January 1901. 
When | reached Hamlin’s election clerk, she immediately knew why | was calling. “She’s a legal voter,” 
she said. Ms. Brydges was born in 1945. The clerk knew because the problem was caught weeks 
earlier. Ms. Brydges’s DOB wasn't in the state system, so she was assigned the default date: 01/01/01. 
January 1, 1901. The clerk got a copy of her ID so she could vote by mail. Her voter file just hadn't yet 
been updated. 


In other words, dead people voting in Michigan was a simple clerical error that imputed a default birth year to 
those who's real one was not on file. There is simply no evidence that this is fraud. 
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